AMENDMENT NO. 3 JANUARY 2016 


TO 


IS 14181 (PART 1) : 2002 — SYNTHETIC (PLASTIC) 
SLIDE FASTENERS — SPECIAL PURPOSE 


PART 1 SPECIFICATION, SELECTION AND ORDERING GUIDELINE 


(First Revision) 


OF THE PRODUCT 


[Page 8, Table 3, SI No. (iv) and (vi)] — Substitute the following for the 


existing: 
Sl Parameter LS M MS H HS 
No. 
iv) Tape width 1641 21 2141 25+1 25+1 
vi) Tape extension 1542 20 2 2542 25+2 
(PGD 14) 
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